ETag: "08367ff0c5cf80563f5b21c5d55701c0"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1515
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 28:1332 Diversity-Product Liability
x-archive-meta-case-name: Glascock et al v. Medical Depot, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: lamd
x-archive-meta-docket-num: 3:11-cv-00305-JJB-MJU
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Personal Inj. Prod. Liability
x-archive-meta-pacer-case-num: 41697
x-archive-queue-derive: 0
x-upload-date: 2013-01-30T09:40:38.000Z
